96      DOCKETED ITEMS

R. Periodic operating reports & rotated correspondence

9109030042 Forwards radioactive effluent release rept for North Anna Units 1 & 2 for
period Jan-June 1991 & Rev 1 to Station Administrative Procedure VPAP-2104, "Rad-
waste Process Control Program."

STEWART.W.L Virginia Power (Virginia Electric & Power Co.)- 91/08/23. Document
Control Branch (Document Control Desk). 1p. 58939:001-58939:046.

-9109030045 Radioactive effluent release rept for North Anna Power Station.Units 1 &
2 for period Jan-June 1991.
......    Power (Virginia Electric & Power Co.). 91/06/30. 28pp. 58939:002-

-9109030048 Rev 1 to Station Administrative Procedure VPAP-2104, "Radwaste Proc-
ess Control Program."

' Virginia Power (Virginia Electric & Power Co.). 91/05/03. 16pp. 58939:030-
58939:046.

9109030113 Submits semiannual fitness-for-duty program performance data rept for
910l01-0630.Rept includes summaries of mgt sanctions imposed.actions taken to im-
prove program & events reported to NRG.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/26. Document
Control Branch (Document Control Desk). 13pp. 58928:027-58928:039.

9109160314 Monthly operating repts for Aug 1991 for North Anna Station, Units 1 &
2.W/910911 ftr.

MLADEN.C., STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/31.
13pp. 59119:171-59119:182.

S. Reportable occurrences, LERs & related correspondence

9109190072 FOIA request for documents re North Anna Unit 1 & Qinna steam genera-
tor tube rupture events.

WILUAMS.O.G. JRA Associates. 91/03/11. GRIMSLEY.D.H. Division of Freedom of
Information & Publications Services (Post 890205). 1p. 59176:051-59176:051.

9109050235 LER 91-017-00:on 910808,spurious closure of "A" main steam trip valve
occurred causing reactor trip & safety injection. Caused by water entering control relay
junction DOX.NO significant safety consequences resulted.W/910826 Itr.
KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/08/26. 5pp. 59014:014-
59014:018.

9109180241 LER 91-018-00:on 910814,deterrnined that EDG time response testing per-
formed on 74% undervoltage instead of 72% as required by Tech Specs.Caused by
personnel error.Time response test procedures revised.W/910910 Itr.
KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/09/10. 5pp. 59157:234-
59157:238.

T. Hearing transcripts on non-antitrust matters

9109190086 Partial response to FOIA request for documents.EncI app A documents
being made available in PDR.App B documents withheld (ref FOIA Exemption 6).
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/06/14. WILLIAMS.O.G. JRA Associates. 5pp. 59176:052-59177:263.

AtiOl

V. Operator Ex

9109040503 Requests cancellation of License SOP-4380-3 for SJ Mittan.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/28. Document
Control Branch (Document Control Desk). 1p. 59007:162-59007:162.
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F. Security, medical, emergency & fire protection plans

9109130161 Rev 18 to EPIP-1.01, "Emergency Manager Controlling Procedure." W/
910906 Itr.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/06. 67pp.
59113:055-59113:118.

P. Operating license stage documents & correspondence

9109130071 Responds to FOIA request for documents re NUREG/BR-0110 re "Books
of TS Interpretations Already Performed at Plants." Forwards documents listed in app

PHILLJPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/06/27. WILLIAMS.O.G. JRA Associates. 4pp. 59135:126-59135:267.

-9101170258 Discusses implementation of amends to Tech Specs required surveil-
lances & outlines addl actions to prevent recurrence at any plant.
LAINAS.G.C. Assistant Director for Region II Reactors. 91/01/14. REYES.LA Region
2 (Post 820201). 3pp. 59135:256-59135:258.

9109030017 Provides info re revs & changes to ECCS evaluation models used in exist-
ing licensing analyses.lnfo also concerns effect of changes upon existing analyses for
facilities.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document
Control Branch (Document Control Desk). 28pp. 58926:253-58926:280.

9109030042 Forwards radioactive effluent release rept for North Anna Units 1 & 2 for
period Jan-June 1991 & Rev 1 to Station Administrative Procedure VPAP-2104. "Rad-
waste Process Control Program."

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/23. Document
Control Branch (Document Control Desk). 1p. 58939:001-58939:046.

-9109030048 Rev 1 to Station Administrative Procedure VPAP-2104, "Radwaste Proc-
ess Control Program."
.....    Power (Virginia Electric & Power Co.). 91/05/03.  16pp. 58939:030-

9109100309 Informs that changes to operational QA program consistent w/provisions in
lOCFRSO.App B & acceptable.

GIBSON.A.F. Region 2 (Post 820201). 91/08/27. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 4pp. 59023:014-59023:017.

9109040379 Application for amends to Licenses NPF-4 & NPF-7,changing TS Table 3.3-
4 re station blackout.loss of voltage & undervoltage trip setpoints & allowable values
located in Spec 3.3.2 on ESFAS instrumentation trip setpoints.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/08/29. Document
Control Branch (Document Control Desk). 9pp. 58996:342-58996:356.

-9109040382   Proposed   Tech   Spec   Table   3.3-4   re   station   blackoutjoss   of
voltage.degraded voitage.trip setpoints & allowable values.
* Virginia Power (Virginia Electric & Power Co.). 91/08/29. 6pp. 58996:351-58996:356.

9109160011 Forwards summary & list of attendees for 910819 meeting w/ util.W/o
enci.

STOHR.J.P. Region 2 (Post 820201). 91/08/30. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 59096:298-59096:300.

9109130102 Summary of 910710 meeting w/licensee to discuss current licensing ac-
tions going on at facility.

ENGLE.LB.   Project   Directorate   II-2.   91/09/10.   Project   Directorate   II-2.   3pp.
59107:142-59107:144.

9109260025 Summary of 910627 meeting w/util re updated performance indicators for
plants including net generation,reactor trips.industrial safety accident rate.actual/
planned outage schedule & reliability data.

ENGLE.LB.   Project  Directorate  II-2.   91/09/13.   Project  Directorate   II-2.  32pp.
59221:011-59221:042.

9109200231 Submits suppl response to clarify physical inventory process & discuss de-
termination of nonreportability of recent event re apparent failure to control SNM.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/17. Document
Control Branch (Document Control Desk). 2pp. 59156:142-59156:143.

9109250064 Informs of addl equipment mods necessary to install flow instruments on
EDG fuel oil transfer pumps.per 900614 submittal re Rev 6 to ASME Section XI in-
service testing program plan for pumps & valves.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/09/18. Document
Control Branch (Document Control Desk). 2pp. 59200:323-59200:324.

0. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9109100048 Forwards insp repts 50-338/91-14 & 50-339/91-14 on 910616- 0720 &
notice of violation.

SINKULE.M.V. Region 2 (Post 820201). 91/08/16. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 59021:086-59021:118.

-9109100063 Insp repts 50-338/91-14 & 50-339/91-14 on 910616-0720. Violations
noted.Major areas inspectedoperations.maint, surveillances.ESF walkdown.mods.LER
followup & action on previous insp findings.

LESSER.M.S., MENNING.J.E., FREDRICKSON.P. Region 2 (Post 820201). 91/08/16.
28pp. 59021:091-59021:118.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 86pp. 58979:091-58979:177.

9109090246 Responds to NRC Itr re concerns noted in Insp Repts 50-338/91-09 & 50-
339/91-09 on 910702.Cprrective actions: RHR inlet isolation valves included in MOV
program w/min & max differential pressure & thrust calculations performed.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/03. Document
Control Branch (Document Control Desk). 7pp. 59041:311-59041:317.

9109160034 Forwards response to NRC 910805 request for addl info re second 10-yr
interval inservice insp program & associated requests for relief.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/09. Document
Control Branch (Document Control Desk). 350pp. 59114:325-59115:296.

9109170261 Suppls responses to NRC Bulletin 88-011, "Pressurizer Surge Line Thermal
Stratification," per NRC 910808 Itr forwarding SER of WCAP-12639.Specific actions &
responses required by bulletin listed.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document
Control Branch (Document Control Desk). 5pp. 59121:067-59121:071.

9109170287 Responds to NRC 910816 Itr re violations noted in Insp Repts 50-338/91-
14 & 50-339/91-14 on 910616-0720.Corrective actions:requirements for submitting
station deviation repts discussed & reemphasized w/appropriate station personnel.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/09/12. Document
Control Branch (Document Control Desk). 4pp. 59121:237-59121:240.

9109110058 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Swrtchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.
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